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25X1 A F?EF PARA B. CLOSEST ESTIMATE AFTER COMPLETE REFUELING OF 

WOULD INDICATE THAT COUNTER IS CORRECT, FUEL AT 


LANDING- WAS WITHIN 10 GALS OF 27 
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